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Legislative Assembly; the following are the nominated Members of the Press Advisory Committee of Haryana 
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1 . 

Shri Giriraj Aggarwal, Dainik Bhaskar 

Member 

2. 

Shri Dinesh Bhardwaj, Dainik Tribune 

Member 

3. 

Shri Anurag Aggarwal, Dainik lagran 

Member 

4. 

Shri Dr. Surender Dhiman, Hari Bhoomi 

Member 

5. 

Shri Rakesh Gupta, Haryana News 

Member 

6. 

Shri Hitender Rao, Hindustan Times 

Member 

7. 

Shri Chander Shekhar Dharni, MH One News 

Member 

8. 

Shri Rakesh Sanghi, Punjab Kesari 

Member 

9. 

Shri Ashwani K. Anand, PT1 

Member 

10. 

Shri Mahavir Iain, Arth Parkash 

Special Invitee 


By Orders of the Hon’ble Speaker 


RAJENDER KUMAR NANDAL, 
Secretary. 


Price : Rs. 5.00 
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HARYANA GOVERNMENT 
LABOUR DEPARTMENT 
Notification 
The 12th August, 2015 

No. ll/18/2015-4Lab.— In exercise of the powers conferred by the proviso to clause (b) of Sub-section (1) of 
Section 66 of the Factories Act, 1948 (Central Act 63 of 1948), the Governor of Haryana hereby varies the limits laid 
down in clause (b) of Sub-section (1) of Section 66 of the said Act in respect of M/s Good Year India Limited, 21/4 
Milestone, NH-2 Mathura Road, Ballabgarh, Distt. Faridabad, Haryana, so as to authorize the employment of 
women workers in two shifts between the hours of 7.00 a.m. to 10.00 p.m. for a period of one year from the date of 
publication of this notification in the Official Gazette subject to the following conditions, namely:- 

1. No woman worker shall be required or allowed to work in the factory between 10.00 p.m. to 6:00 a.m. 

2. No woman worker shall be required or allowed to work for more than 9 hours in a day and 48 hours in a week. 

3. No woman worker who declines to work during the period 7.00 p.m. to 10.00 p.m. shall be removed from 
employment or discriminated on this account. 

4. No woman worker shall be engaged alone to work in the second shift. 

5. The free medical facility by engaging a doctor and a female nurse shall be provided to the woman workers in 
the second shift. 

6. The occupier shall provide lady security guard to accompany the woman workers on each transportation 
vehicle for their safety. 

7. The occupier shall maintain a ‘Creche’ for the use of children of woman workers. 

8. The shift of woman workers shall be changed after a weekly holiday. 

9. The company shall provide free transport facility to woman workers from their residence and back who are 

called to work in the second shift upto 10.00 p.m. 

10. The arrangements for meal shall be made in the canteen of the factory so that the woman workers can take 
their meals in the second shift. 

11. The management shall ensure protection of woman workers from sexual harassment at work place in terms of 
the direction of the Hon’ble Supreme Court in the case of Vishaka and others Vs. State of Rajasthan vide 
judgment dated 13th August, 1997 (AIR 1997 Supreme Court-3011). 


ANURAG RASTOGI, 

Principal Secretary to Government, Haryana, 
Labour and Employment Department. 
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HARYANA ELECTRICITY REGULATORY COMMISSION 
PREPAID METERING REGULATIONS, 2014 

Notification 
The 12th August, 2015 
Statement of Objects and reasons: 

No. 1278/HERC/Admn.-28.—It has been observed that both Distribution Utilities, are struggling to bring 
down the Aggregate Technical and Commercial (AT&C) losses in their respective licensed areas of supply despite 
taking various measures to improve metering, billing and collection of revenue from their consumers. The technical, 
commercial, economical and socio-political factors contributing to this major problem of the distribution business 
have been engaging the attention of the distribution licensees for quite some time. The utilities with their continuing 
poor state of financial health may not sustain for long and may not be able to do justice in providing quality service to 
the consumers which remains an issue. The consumer continues to face problems whether it is metering, billing, 
payments or collection of revenue. The billing disputes continue to rise, long queues are often seen for payment of 
bills though, the utilities have offered various modes of payments to the consumers. Also the consumers faces large 
resentment of billing disputes. 

Prepaid metering has emerged as a solution to some of the problems which are being faced by the consumers as 
well as the distribution utilities specially metering, billing, payment and collection of dues. 

The two main attributes of the prepaid meters which distinguish these meters from standard credit meters are as 
follows:— 

(a) Customer pay in advance for the consumption which is to take place in future. 

(b) Active involvement of customer in their electricity consumption pattern. 

Prepaid meter allows payment in advance of supply and reduces the working capital requirement of the 
distribution licensee. It also reduces the operating cost as no statement or bills are issued and delivered. There is 
hardly any requirement to read these meters except for statutory obligation to check theft or tampering. 

The deployment of prepaid meters in areas having large concentration of consumers may yield significant 
reduction in working capital requirement and interest thereof for the distribution utilities as the consumer pay up¬ 
front and the possibilities of bad debts are eliminated. 

The prepaid meter consumer has a greater flexibility in payment of electricity cost and can exercise better 
control over his electricity consumption. 

For the distribution utilities, the prepaid metering reduces the meter reading, billing and disconnection / 
reconnection cost and since the payment is made prior to consumption, therefore, it reduces working capital 
requirement as well. This also results in better understanding in respect of energy consumption and induces more 
control of energy use and budget management by consumers leading to demand side management. 

In view of above, the Commission considered it appropriate to frame the following Regulations so that both the 
consumers and the distribution licensee can reap the benefits of the new system/arrangement of metering & payment 
(Prepaid Metering) for supply of electricity. The distribution licensees shall be able to discharge its obligations for 
better service to the consumers which may enhance consumer satisfaction. 

Regulation No. HERC/32/ 2014.— The Haryana Electricity Regulatory Commission, in exercise of the 
powers conferred on it by Section 181 of the Electricity Act, 2003 (Act 36 of 2003) and all other powers enabling it in 
this behalf, hereby frames the following Regulations:— 

Chapter -1 
General 

1. Short title, commencement and interpretation. - 

1.1. These Regulations may be called “The Haryana Electricity Regulatory Commission (Prepaid 
Metering) Regulations, 2014.” 

1.2. These Regulations shall come into force from the date of their notification in the Haryana 
Government Gazette. 

1.3. These Regulations shall extend to the State of Haryana. 

2. Scope and extent of application - These Regulations shall be applicable to:- 
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i. Distribution and Retail Supply licensees including deemed licensees and franchisees in their 
respective area of supply and the electricity consumers in the State of Haryana who are covered 
under the scope of these Regulations. The consumers who are otherwise covered under 
Regulations, HERC (Single Point Supply to Employer’s Colonies, Group Housing Societies and 
Residential for Commercial-cum-Residential Complexes of Developers) Regulations, 2013, 
shall also be covered under these Regulations provided all the consumers opt to receive supply 
through Prepaid Meters from the distribution utilities. 

Chapter - II 
Definitions 

3. Definitions. -In these regulations, unless the context otherwise requires:- 

(1) “Act” means the Electricity Act, 2003 and subsequent amendments thereof. 

(2) “advance consumption deposit (ACD)” means deposit prescribed to cover the estimated 
power consumption charges for two billing cycles. 

(3) “agreement” means an agreement entered into by the licensee and consumer for the services 
including supply of electricity by the licensee to such consumer. 

(4) “area of supply” means the area within which a licensee is authorized to supply electricity and 
shall include such areas where a franchisee(s) may be deployed. 

(5) “billing cycle or billing period” means the period for which regular electricity bills, as 
specified by the Commission, are prepared for different categories of consumers by the 
licensee. 

(6) “Commission” means the Haryana Electricity Regulatory Commission. 

(7) “connected load” expressed in kW, means aggregate of the manufacturer’s rated capacities or 
in its absence assessed capacities of all energy consuming devices or apparatus connected with 
the Distribution licensee’s service line on the consumer’s premises which can be 
simultaneously used and shall be determined as per the procedure laid down in the 
Regulations. 

(8) “consumption charges” means the consumption of electrical energy in KWh or KVAh 
multiplied by applicable energy charges including demand charges/fixed charges, fuel 
surcharge adjustment (FSA), peak load exemption charges, whichever applicable. These 
exclude all types of duties and taxes, service charges and rentals. Consumption charges may 
also be called the Sale of Power (SOP) charges. 

(9) “contract demand” means the maximum demand in kW or kVA (within a consumer’s 
sanctioned load) agreed to be supplied by the licensee and indicated in the agreement executed 
between the licensee and the consumer. 

(10) “disconnection” means the physical separation of consumer installation from the licensee’s 
system. 

(11) “licensee” or “distribution licensee” means a licensee authorized to operate and maintain a 
distribution system for supplying electricity to the consumers in his area of supply and 
includes his authorized representative. 

(12) “Low Voltage (LV)” means a voltage not exceeding 250 volts. 

(13) “Maximum demand” means the highest load measured in average kVA or kW at the point of 
supply of a consumer during any continuous period of thirty minutes during the billing period. 

(14) “meter” means an device installed for measuring, indicating and recording consumption of 
electricity or any other quantity related with electrical system and shall include, where ever 
applicable , other equipment such as Current Transformer (CT), Voltage Transformer (VT) or 
Capacitor Voltage Transformer (CVT), necessary for such purpose. 

(15) “Prepaid Meter” means a meter defined in the CEA Regulations for regulating the 
installation and operation of meters which facilitate use of electricity only after advance 
payment. The meters shall also include associated in-home display / keypad unit. 

(16) “minimum charge” means the minimum monthly charges as approved by the Commission in 
the prevailing tariff order for the licensee. 

(17) “sanctioned load” means the approved connected load in kW. 




1956 


HARYANA GOVT. GAZ., (EXTRA.), AUG. 12, 2015 (SRVN. 21, 1937 SAKA) 


(18) “security deposit” means deposit made by a consumer to cover the payment due to the 
licensee for electric meter and metering equipment that is to be provided by the licensee for 
supplying electricity to a premises and includes the advance consumption deposit. 

(19) “tariff’ means a schedule of prices or charges including fixed charges and monthly minimum 
charges for supply of electrical energy and services as approved by the Commission, which are 
applicable to all such services provided to the consumers by the licensee. 

The other words and expressions used herein but not specifically defined in these Regulation 
but defined in the Act or under any law passed by the Parliament applicable to the electricity industry 
in the State shall have the meaning assigned to them in the Act or such law. 

4. These Regulations shall be in addition to and not in derogation of the Haryana (Electricity Supply 
Code) Regulations, 2014 and other relevant Regulations notified by the Commission. 

Chapter III 


5. Applicability 

5.1 The Prepaid Metering Regulations shall cover new single phase and three phase LT Industrial, 
NDS, mobile towers and Temporary connections upto a connected load of 50 KW as specified 
by the distribution licensee. 

5.2 The distribution licensee, on an application made by a consumer covered under 5.1 above shall 
provide electricity supply through prepaid meter subject to feasibility as per the relevant 
provisions of the Haryana Electricity Supply Code and the other Regulations in force. 

5.3 The existing LT Industries, NDS, temporary consumers and domestic consumers, whether 
existing or new, may also opt for Prepaid Metering supply arrangement. The licensee shall 
convert the supply of such consumers to the Prepaid Metering on receiving such request as per 
the provisions under these Regulations, provided the requisite facilities for recharge exist in 
that area. 

5.4 In case the existing consumer opts for Prepaid Metering and the meter under postpaid 
arrangement was owned by the consumer the licensee shall return the meter to the consumer 
after change-over of the connection to prepaid meter: 

Provided further if the meter belongs to licensee the same shall be retained by the 
licensee and the security deposit, if any, shall be returned to the consumer such working 
meters taken out from consumers premises shall be used by the licensee for replacement or 
providing new connections. 

5.5 The licensee may also introduce prepaid metering scheme to such other category of consumers 
and in such areas of supply, where it is felt necessary to implement prepaid metering scheme 
under intimation to the Commission. 

5.6 It is clarified that provisions of Section 56 of the Act which apply to supply of electricity 
through post-payment mechanism shall not be applicable to supply through prepaid meters. 

5.7 The prepaid consumer shall not be required to be billed. However, the licensee shall carry out 
the periodical inspection / checking of meters not more than once in six months unless, there is 
specific complaint and shall download the requisite data for energy accounting purposes. 


6 Security/ACD 

In case of new connection with prepaid meter the distribution licensee shall not require 
security, in pursuance of clause (a) of sub section (1) and sub section(5) of Section 47 of the Electricity 
Act, 2003. The consumer shall not be required to deposit any advance consumption deposit (ACD) as 
part of security. 

Provided further that for existing consumer shifting to Prepaid Metering arrangement, the ACD 
deposited with the licensee shall be adjusted against the last bill including arrears if any and the 
balance if any payable to the consumer shall be adjusted in next recharge. 

7 Metering: 

7.1 The licensee shall approve vendor for prepaid meters (meters shall be certified as per the 
relevant IS standard 15884) and shall make arrangement for recharge of the credit in the meter 
by the consumer online and offline within area of his supply. 

7.2 The licensee shall install prepaid meters, including the display unit, conforming to the technical 
requirement as prescribed in the CEA (Installation and Operation of Meters) Regulations, 
2006 and its subsequent amendments. The prepaid meter including the display unit shall be 
provided by licensee at the cost of the consumer or on monthly rental basis (meter rent 
charged to the consumer on monthly basis): 

Provided further that the consumer may also purchase his own meter of approved make 
and specifications from the vendor(s) approved by the licensee. The consumer shall get such 
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meter tested at the licensee’s meter testing lab after payment of the requisite fee. The licensee 
shall install the meter outside the consumer premises. 

7.3 The display unit shall indicate the electricity consumed (kWh, kVAh), the running load / 
demand in KW/KVA and the number of units and the credit balance available out of the 
prepaid amount. 

7.4 The prepaid meter shall be simple keypad based meter with ease of operation capable of 
recharging through coupon and/or online recharge and also capable of alarm, indication in case 
of low credit and disconnection on over load or no balance: 

Provided further that these meters of various manufactures and the vending infrastructure 
shall have the inter-operability for ease of operation. 

7.5 The meter shall be communicable and compatible for AMR or AMI applications: 

Provided further that the meter shall have adequate number of registers and the facility for 
TOD and kVAh based tariff application. 

7.6 The meter shall set off alarm when the balance amount in the meter account has reached the 
amount defined by consumer. It shall raise alarms on regular intervals till it is acknowledged. 

7.7 The electricity supply shall be automatically disconnected once the credit gets exhausted in the 
meter. The supply shall be restored automatically on recharging and no reconnection charges 
will be recovered. 

7.8 In case the consumer fails to recharge his prepaid meter account and his balance runs out, the 
meter shall not disconnect the supply of the consumer for 48 hours or till the emergency credit 
limit, if any, defined by the licensee for that consumer gets exhausted. 

7.9 The prepaid meter and the recharge coupon shall have inbuilt security mechanism to guard 
against any attempt of theft of the codes. In case the recharge coupon is lost by a consumer, it 
should not be usable in any other prepaid meter. 

7.10 The meter shall have the provision for ensuring recovery of monthly minimum charges, fixed 
charges and the consumption charges as per the applicable tariff: 

Provided further that the meter shall be capable of deductions of the consumption 
charges according to the slab system in the tariff from the consumer. 

7.11 The tariff revision in case of prepaid meter consumer shall be done through a recharge coupon 
code for offline prepaid meters and through data command for the online prepaid meters. 

7.12 In case of offline recharge for prepaid meter, the coupon shall have validity of three months 
after which the same shall be required to be revalidated. 

7.13 In case the consumer, at any time, uses/put on load exceeding 110% of his sanctioned load, the 
meter shall give an audible warning for one minute and then the supply shall be disconnected 
by the meter automatically. 

7.14 Provided the supply shall be restored when the load falls below the sanctioned load. 

7.15 The licensee shall provide adequate number of vending machines for facilitating recharge of 
coupons in addition to the facility of online recharge. 

8 Rebate for prepaid meter. 

A rebate of 5% shall be allowed on the applicable tariff for the consumers availing supply through 

prepaid meters. 

9 Procurement 

9.1 The licensee shall prepare a draft contract, for prepaid meter procurement / installation and 
submit the same for approval of the Commission. 

9.2 The licensee shall finalize the terms and conditions with various manufacturers/suppliers to 
have a common platform (or sharing of code) for developing the vending software to create 
recharge for multiple meter makes. 

9.3 Provision of spare meters for replacement. The utility shall keep adequate stock of spare 
prepaid meters duly tested for replacement of defective prepaid meters immediately without 
any waiting to avoid inconvenience to the consumer and to meet the requirement of new 
incumbents to the scheme. 

10 Vending interoperability 

Licensee shall ensure vending system interoperability so that consumer shall not have 
any problem in getting recharge coupon from anywhere through any mode as per the 
availability of the service. The licensee shall ensure that system level interoperability is 
achieved using web services, while ensuring the tariff compliance and relevant BIS for the 
meter. It shall be possible to recharge coupon for different make of meters from any vending 
station: 
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Provided further that the prepaid metering system shall have the capability to be 
integrated with the main system of the licensee to have one system with all consumers data for 
ease of operation: 

11. Training 

The meter vendor shall provide training to the staff of utility to facilitate smooth/proper 
implementation of prepaid metering scheme: 

Provided further that the server for the proposed metering system, software and the vending 
infrastructure shall be maintained and operated by the licensee to eliminate any problem at later stage. 

12. The regulation in respect of billing as provided under HERC (Electricity Supply Code) Regulations, 
2014 and the other relevant Regulation shall not be applicable to the consumer under prepaid meter 
scheme. 

Chapter - IV 
Miscellaneous 

13. Interpretation. - If any question arises relating to the interpretation of any provision of these 
regulations, the decision of the Commission shall be final. 

14. Power to amend. - The Commission, for reasons to be recorded in writing, may at any time vary, 
alter or modify any of the provision of these Regulations by specific order. 

15. Power to remove difficulties. - If any difficulty arises in giving effect to any of the provisions of 
these Regulations, the Commission may, by a general or special order, not being inconsistent with the 
provisions of these Regulations or the Act, do or undertake to do things or direct to do or undertake 
such things which appear to be necessary or expedient for the purpose of removing the difficulties. 

16. Power of relaxation. - The Commission may in public interest and for reasons to be recorded in 
writing, relax any of the provision of these regulations. 


(M.S. PURI) 
Member 


(JAGJEET SINGH) 
Chairman. 
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HARYANA ELECTRICITY REGULATORY COMMISSION 
BAYS NO. 33-36, SECTOR - 4, PANCHKULA - 134113, HARYANA 

Notification 
The 12th August, 2015 


Haryana Electricity Regulatory Commission (Terms and Conditions for determination of Tariff from Renewable 
Energy Sources, Renewable Purchase Obligation and Renewable Energy Certificate) Regulation, 2010, (4th 
Amendment) Regulations, 2015. 

Regulation No. HERC/ 23 / 2010 /4th Amendment/2015.— 

In exercise of the powers conferred on it by Section 61 read with Section 181 of the Electricity Act, 2003 (36 of 
2003) and all other powers enabling it in this behalf, and after previous publication, the Haryana Electricity 
Regulatory Commission hereby makes the following regulations to amend the Haryana Electricity Regulatory 
Commission (Terms and Conditions for determination of Tariff from Renewable Energy Sources, Renewable 
Purchase Obligation and Renewable Energy Certificate) Regulations, 2010 (hereinafter referred to as “the Principal 
Regulations”), namely:- 

CHAPTER -1 
GENERAL 


1. Short Title and Commencement. - 

(1) These Regulations shall be called the Haryana Electricity Regulatory Commission (Terms and Conditions 
for determination of Tariff from Renewable Energy Sources, Renewable Purchase Obligation and Renewable Energy 
Certificate) (4th Amendment) Regulations, 2015. 

(2) These Regulations shall extend to all the RE Projects commissioned / to be commissioned in FY 2013-14, 
2014-15, 2015-16 and 2016-17 in the State of Haryana. 

(3) For the existing projects commissioned during FY 2013-14 onwards, the revised norms shall be applicable 
prospectively from the date of notification of these Regulations unless provided otherwise in these Regulations. For 
the period prior to the date of notification, existing norms as per Principal Regulations shall be applicable for such 
projects. 

(4) These regulations shall come into force from the date of their notification in the Official Gazette. 

Chapter 2 
Norms 

2. Amendment of Regulation 4 of the Principal Regulations: - The existing Regulation 4 of the Principal 
Regulations shall be substituted as under:- 

“4. Control Period or Review Period . — The second Control Period or Review Period under these 
Regulations shall be of four years, of which the first year shall be the FY 2013-14. 

Provided that the benchmark capital cost for Solar PV and Solar thermal power projects shall be reviewed 
annually by the Commission: 

Provided further that the tariff determined as per these Regulations for the RE projects commissioned during 
the Control Period, shall continue to be applicable for the entire duration of the Tariff Period as specified in 
Regulation 5 of the Principal Regulations: 

Provided also that the revision in Regulations for next Control Period shall be undertaken at least six months 
prior to the end of the this second Control Period and in case the Regulations for the next Control Period are not 
notified, until commencement of next Control Period, the tariff norms as per these Regulations shall continue to 
remain applicable until notification of the revised Regulations, and the second control period shall be deemed to have 
been extended up to the date of notification of Regulations for the next control period.” 

3. Amendment of Regulation 5 (2) of the Principal Regulations:- 

The Regulation 5 (2) of the Principal Regulations shall be replaced by the following regulation:- 
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“5 (2) The tariff determined by the Commission under these Regulations is for Renewable Energy Power Plants 
with entirely new plant and machinery. The first year tariff shall be applicable from the COD of the Project and shall 
continue for 12 months from the COD and thereafter tariff for the second year shall be applicable on year to year 
basis i.e. for first 12 months from COD, first year tariff shall be applicable, then for next twelve months second year 
tariff shall be applicable and so on.” 

4. Amendment of Regulation 6 of the Principal Regulations:- 

The following shall be added as sub - para (i) after sub-para (h) of Regulation 6(1) 

“(i) Hydel Power Projects below 25 MW.” 

5. Amendment of Regulation 8 of the Principal Regulations:- 

The proviso to Regulation 8 of the Principal Regulations shall be substituted with the following: - 

“Provided that for renewable energy technologies having fuel cost component, like biomass power projects and 
non-fossil fuel based cogeneration, single part tariff with two components, fixed cost component and fuel cost 
component, shall be determined. The fuel cost component may be subjected to escalation/ revision as provided in 
Regulation 43.” 

Chapter 3 

Financial Principles 

6. Amendment of Regulation 15 of the Principal Regulations: 

The following shall replace regulation 15(b) of the Principal Regulations:- 

“(b) Applicable MAT/Corporate Tax shall be separately invoiced as per the applicable tax rate as declared by the 
Income Tax Department. The Generator shall raise the bill for reimbursement of MAT/Corporate Tax applicable on 
Return on Equity in 12 equal installments which shall be payable by HPPC.” 

7. Amendment of Regulation 16 (3) of the Principal Regulations: 

The Regulations 16(3) shall be replaced by the following Regulations:- 

“16 (3) Interest on Working Capital for any financial year shall be computed at the average of the base rate of 
SBI prevailing during the first six months of the previous year plus 300 basis points.” 

8. Amendment of Regulation of the Principal Regulations: 

The Regulation 20(1) of the Principal Regulations shall be substituted by the following:- 

“(1) The proceeds of carbon credit from approved CDM project, after deduction of expenses incurred by the 
generating company for registration and approval of the project as CDM project, shall be shared between generating 
company and concerned beneficiaries in the following manner, namely:” 

Chapter 4 

9. Amendment of Regulation 23(2) of the Principal Regulations: 

The Regulation 23(2) of the Principal Regulations shall be substituted by the following Regulation:- 

“The capital cost for wind energy projects shall be Rs. 60.40 million per MW with base year FY 2013-14 and 
shall be linked to the indexation formula i.e. changes in the Whole Sale Price Index (WP1) for Steel and Electrical 
Machinery as reported by the Government of India, as outlined under Regulation 24.” 

Chapter 6 

10. Amendment of Regulation 33 of the Principal Regulations: 

The Regulation 33 of the Principal Regulations shall be substituted by the following Regulation:- 

“33. Capital Cost. - (1) The normative capital cost for the biomass power projects equipped with water 
cooled condensers shall be Rs. 540 lakh/MW (FY 2013-14 base year) and shall be linked to indexation formula as 
outlined under Regulation 34. 

(2) The normative capital cost for the biomass power projects equipped with air cooled condenser with steam 
turbine shall be Rs. 580 lakh/MW (FY 2013-14 base year) and shall be linked to indexation formula as outlined under 
Regulation 34. 
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Provided that the revised capital cost (as mentioned at (1) & (2) above) shall not be applicable for the projects already 
commissioned or where financial closure has been attained on or before the date of notification of these Regulations.” 

11. Amendment of Regulation 36 of the Principal Regulations: 

The Regulation 36 of the Principal Regulations shall be substituted by the following Regulation:- 

“36. Auxiliary Consumption: -The auxiliary consumption for determination of tariff shall be taken as 
under: - 

1. For the projects using water cooled condenser:- 


(a) During first year of operation : 11% 

(b) From 2nd Year onwards : 10% 

2. For the projects using air cooled condenser:- 

(a) During first year of operation : 13% 

(b) From 2nd Year onwards : 12%” 


12. Amendment of Regulation 37 of the Principal Regulations :- 

The Regulation 37 of the Principal Regulations shall be substituted by the following Regulation:- 

“37. Station Heat Rate - The Station Heat Rate (SHR) for biomass power projects with travelling-grate 
boiler shall be 4200 kCal/kWh and for project with AFBC boilers, it shall be 4063 kCal/kWh. The revised SHR 
norms shall be applicable for the projects commissioned / to be commissioned in the FY 2014-15 onwards: 

Provided that for the projects commissioned in the FY 2013-14 the revised SHR shall be applicable 
prospectively from the date of notification of these Regulations. For the period prior to date of notification of these 
Regulations, SHR shall be as per Principal Regulations: 

Provided that the Generator/Distribution Licensee shall approach the Commission for appropriate reduction in 
the SHR, in case the Biomass based project uses fossil Riel as provided under Regulation 40 of the Principal 
Regulations.” 

13. Amendment of Regulation 38 of the Principal Regulations :- 

The Regulation 38 of the Principal Regulations shall be substituted by the following Regulation:- 
“38. Operation and Maintenance Expenses: - 

(1) Normative O&M expenses shall be Rs. 40.00 Lakh per MW (FY 2013-14 base year). 

(2) Normative O&M expenses allowed under these Regulations shall be escalated at the rate of latest 
available Whole Sale Price Index (WPI) and Consumer Price Index (CPI) as may be published by the 
Government of India. The weight assigned to the percentage change in the WPI shall be 55% and 45% to the 
percentage change in CPI of the relevant year: 

Provided the O&M expenses as per revised norms as above shall be revised prospectively for the plants 
already commissioned in 2013-14, 2014-15 and 2015-16 from the date of notification of revised Regulations.” 

14. Amendment of Regulation 42 of the Principal Regulations:- 

The Regulation 42 of the Principal Regulations shall be substituted by the following Regulation:- 

“42. Calorific Value - The Calorific Value of the biomass fuel used for the purpose of determination of 
tariff shall be 3100 kCal/kg. for the projects commissioned in FY 2014-15 onwards. For the projects commissioned 
in FY 2013-14, the revised norms shall be applicable prospectively from the date of notification of revised 
Regulations.” 

15. Amendment of Regulation 43 of the Principal Regulations:- 

The Regulation 43 of the Principal Regulations shall be substituted by the following Regulation:- 
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“43. Fuel Cost - (1) Biomass fuel price during the control period shall be Rs. 3055 / MT (Base Year 
FY 2014-15) subject to an escalation of 5% per annum for the projects commissioned/to be commissioned in the 
FY 2014-15 onwards. 

Provided that the revised fuel price shall be applicable to the projects commissioned in FY 2013-14 
prospectively from the date of notification of these Regulations: 

Provided further that the fuel cost re-determined by the Commission for the first year of next control period 
shall also be applicable prospectively to the projects commissioned during current control period. 

The fuel price Indexation Mechanism given in Regulation 44 shall not apply for Biomass based projects. ” 

Chapter 8 

16. Amendment of Regulation 55 of the Principal Regulations : - 

The Regulation 55 of the Principal Regulations shall be substituted by the following Regulation:- 

“55. Technology Aspects - Norms for Solar Photovoltaic (PV) power under these Regulations shall be 
applicable for grid connected PV systems that directly convert solar energy into electricity and are based on the 
technologies such as crystalline silicon or thin film etc. as may be approved by MNRE. The PV modules shall 
conform to the latest edition of lEC/equivalent BIS standard with respect to design, testing and requirements for 
construction & testing for safety qualification.” 

17. Amendment of Regulation 56 of the Principal Regulations: - 

The Regulation 56 of the Principal Regulations shall be substituted by the following Regulation:- 

“56. Capital Cost - The normative capital cost for setting up Solar Photovoltaic Power Project shall be 
Rs. 7.05 crore/MW (PV Poly Crystalline), Rs. 6.81 crore/MW (PV Thin film and Rooftop) and Rs. 8.00 crore/MW 
(Canal top Solar PV) for FY 2014-15. However for the project commissioned before FY 2014-15, the capital cost 
shall not be revised: 

Provided that the Commission may deviate from above norm in case of project specific tariff determination in 
pursuance of regulation 6 and regulation 7.” 

18. Amendment of Regulation 57 of the Principal Regulations: - 

The Regulation 57 of the Principal Regulations shall be substituted by the following Regulation:- 

“57. Capacity Utilization Factor - The Capacity utilisation factor shall be 19% for Solar PV projects 
and 20% for Canal top Solar PV projects: 

Provided that the Commission may deviate from above norm in case of project specific tariff determination in 
pursuance of regulation 6 and regulation 7.” 

Chapter 9 

19. Amendment of Regulation 59 of the Principal Regulations : — 

The Regulation 59 of the Principal Regulations shall be substituted by the following Regulation:- 

“59. Technology Aspects - Norms for Solar thermal power under these regulations shall be applicable for 
Concentrated Solar Power (CSP) technologies viz. line focusing or point focusing, as may be approved by MNRE, 
and uses direct sunlight, concentrating it several times to reach higher energy densities and thus higher temperatures 
whereby the heat generated is used to operate a conventional power cycle to generate electricity. The Solar thermal 
power plant shall conform to the latest edition of lEC/equivalent BIS standard with respect to its technology, safety, 
testing and construction.” 

20. Amendment of Regulation 60 of the Principal Regulations: — 

The Regulation 60 of the Principal Regulations shall be substituted by the following Regulation:- 

“60. Capital Cost - The normative capital cost for setting up Solar Thermal Power Project shall be Rs. 12.00 
crore/MW for FY 2013-14. 

Provided that the Commission may deviate from above norm in case of project specific tariff determination in 
pursuance of regulation 6 and regulation 7.” 
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Chapter 11 

21. Amendment of Regulation 73(2) of the of the Principal Regulations:- 

The Regulation 73(2) of the Principal Regulations shall be substituted by the following Regulation:- 

“(2) The Wheeling Charges shall not be leviable on the Renewable Energy Generators from the date of 
notification of these Regulations, if the entire energy injected into the grid is purchased by the distribution licensee. 

Provided the delivery point of power is the switchyard of the power plant of the 1PP and the metering point is 
also the inter-connection point i.e. the point where the switchyard of the power plant connects with the power 
evacuation line of the licensee(s). 

Provided further that wheeling charge and transmission charge at the rate determined by the Commission from 
time to time shall be levied in case the power is supplied to a third party i.e. other than the distribution licensee(s) in 
Haryana.” 


By Order of the Commission. 
Director (Tariff), 

Haryana Electricity Regulatory Commission. 


sRrI u II RH-EIR 

3FIRKHH ftHFE 

12 3FRREF, 2015 

RHsRT 5925.— ^Rill u ll 3FFRFRFR Rfi 3Ff£rRfER, 1971 (1971 RR SF^RfER 20), Rff EFRF 74 RF 7^5 (RR) 

UFRT EEREF 7E1 EEFR |TR, RfRfE, 3FFRFRFR Rfi ^RilUII, ^RFRF £FRF, ERR! ETfcF R>RTR> 15/05/2006 - 2 

RE EfF Rree 5.08.2015 REEF ^F R^ ERE RFERRE Rff Rtf r5)<eR| RF, 3FERFRFR EF^ ^Rill u ll (3FFRER, RRER cTHT 
RRRJ? RR foEE ) RPlRH, 1972, RTF 3FF) R=RfrRFcT REEF RF Rr PlHRRsjd RPlRH RRFEF t, RFSlfcE- 

1. (1) RF RPlRH 3FFEFRFR Rfi jFRrIEI (3FFRER, ERER cFEF EFRE^R RR ftsEE) REEFER RPlEH, 2015, EnF EE 
RFREfT "§ I 

(2) Rf EEERE R, ?HRF EREEFR Rff fclfsT ^ eFF]; #*f I 

2. 3FEEFRFR Efi ^RhI u II (3FFEER, EEER RSR RTREER RR fa?EE) RPlER 1972 3 , RPlEH 7 RF REFR RR, 
PlHRRjd RPlEH RfrR-8RftcT fctFEF EFFREE, RFSlfcE— 

“7 3FFEER RF RRFtEFR rF fcTR eFT5 (RPRRRR?) RfRReFRT (1) RRRR? RR 3FFEER cFFcF RETT RT EjEfF 3T^ ^tfcT *F 
EFF Efi KERF SFRHTRcT Rff EFFR, f%EF EFFREE I 


(2) Rfi RTRT EFE HR 3RRSR HERjS[H R Rt EEftE 3 ERFfRF RR ERRRF / RFcfcTf Rff RTeF EFEEFF R RF RFEEcFH 
feTR HER 3TTR Wlf TfFEFF snf^E ERF RF REEFER Rif (f RET) RfR 3TTR TJR (ReF RFFsf E?F) RHFR 3FER 
ER (RR 3FF^ RfF) HHF HER SM EJE (RH 3FF^ E?F) RF SFT^RRTf rF ftfiRR RRRf cfF f^TR 3FFESER f^R HREE RF #RT:- 


R7R 

EFEEFF 

wf 

RFFRSTH 

RfrFRFcF 

1 

eFRrI u II EFERf 7-NRR7 RF R>*fdlf): 

3% 

2% 

(i) sRi|l u ll EFERF RFERRE RRfRTfr HEF gRdlRI RFERRE 3F£ffR Rf^i/RfRRf/^FJR^R 

5RR/RT7R RF^ETfF Ir? R>*fdlf) f^FRRff RFFTFRR RRiPi^Ri ff RtR R^ ^ StRfte 

Rff RTRT R?cfF ?F I 

(ii) dRiFIRI RRR RFRRRR $ R>*fdl^l/dRdl u ll RFRRRR ^ 3F#R RF^/RFRRF/?RR^R 
/RE3R RF^RTPff fRF RF cb*fdlf) f^FRRff SFF^RR # RFRE RTRFRf^Rf R RTR R^ Rf RRF R?F RTRF 
R?7fr ?f I 
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2 

eRrEII TKE’K r/ tmiPrh ePeiH 

2% 

3 

3Hc|IHR 4l4 eRrEII RSR gRI <E EpElH 

1% 

4 

Sl^Pd vrlIfclHi 

18.5% 

5 

PcbcHih HSR 4d4P ci|Pd 

3% 

6 

(i) ij_c£( Prc|| 4, RIME 4Pch, wdddl EdlEl (vHR> RSR Pdl-old) TlPd), 4Pcb 

cbiPcR/'i^cPjE TlPfET( fPrtet P PreE) 

(ii) HF RPT ReT PP fP dPlR RTEPfR ^feET ReT, PlRT ^ESTT RE, RER frWT PlRT 
^feET, defR ^RHT RE, R/plR H/HTT RE (fPrTET P PfREE) RSfT ^rEf R RE RR FPRTET 
^feET RRpRff P HRETPrrP /ETPfR 

8% 

2% 

7 

°P 

5% 

8 

fpRETR pRRT3Tf ETf Wp RE ) 

2% 

9 

srPcbd PPri P cH 1 j I 

1.5% 

10 

Hcg; ciiPd/ciRtd HHiRcb 

2% 


RTE 

O 

50% 


HP wkl HPfH wff RTT 3TESFT EE TP pRE ^Ri||U|| p PcilRlP'/EPcilRlP eE ETR FlRT I 


BLKlEd 3TEpR wff P WIRT R 33% EEHE fpRRTEl P fep HSR HIRER wf R El WT/WE 
STTpRET p HR E RpET RTf^fP eE HRRpR fpRT ETERI I Hp fPP 41 wf E RhEr RpET RTsff HREST Rp t. 
Hi REERT HERE HrE Wf E 3RT EtEreE ETRpR EE pR HTpI: 

RHEJ Hp BLKlEd rMr fPEl 41 EEpH Wll R P RhEh 3TpW FREER Rp t. Hi RRRRT STRPiH REER 
HIRER wf P ePreE eE SIM'Pd EE Pr HEp I FETTER PfpF EH EKPh wff P HEpR RTfsfP eE HERE 
ETRpR ReE P RSRTR #1 HERE) RR 3RRRR HIRER wf P ePeeE eE fpRT HtErT | 

few4t :- 

1 FRpER RESET FTRE RRpR TEEr P 3T#E pEH PfTHPI HHpH vjfl eE RTfpET HR P ETRETP 
Ep Pl*R 3RR 1JR, RSRR 3ER TJR RSfT HcR 3RR TJR P RpfE RTEPh eE HTTP if, eE dH^ FlRT 
RSR R|cpR)P P 3ER RRRl eE efE^ Rp FfRT I Pp El RESET PlcHl4) RET H«Hp P PETR P 
RTRef R eTE^ Rp FEE I 

2 RlPpR REpf P fppl Pi<Eld HR RHREH RtEeeE Pi HTRER RET R RlRTH pRET HERE I 

3 ETp eEE El REER REpR REp eE fPPl El RpelT RpEET (rPeeE) P fpR FREER Ep % Rl 
FH REpR REp P RpR EPEeR RpelT RpEET (rPeeE) eE FH RTppR REp R HTRER 
rPeeE P htst Pret rttrrt i 

4 FfPlETT HRR HFERp efcF>f p EpRlPP eE WlREE HfTRR fpRRRl pHT fP pRRpHTeET, pTefT 
REfET fclRRH RRRfl RSR HFERp HRf P E>4 r|D, wf-1 P 3T#R 3TESER P fcTR RTR Rp 11 

RTfeTR PrRTR, 

HpTR, 3TTREET RlP fPhTHT, 
RREjeE I 


HARYANA GOVERNMENT 
HOUSING DEPARTMENT 
Notification 
The 12th August, 2015 

No. 5925.—In exercise of the powers conferred by clause (b) of Section 74 of the Haryana Housing Board 
Act, 1971 (Act 20 of 1971), the Secretary, Housing Board, Haryana, with the previous sanction of the State 
Government conveyed vide their Memo No. 15/05/2006 - 2 Hg., dated the 5 August, 2015 hereby makes the 
following regulations further to amend the Housing Board, Haryana (Allotment, Management and Sale of Tenements) 
Regulations, 1972, namely:— 
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1. (1) These regulations may be called the Housing Board, Haryana (Allotment, Management and Sale 
of Tenements) Amendment Regulations, 2015. 

(2) They shall come into force on the date of their publication in the Official Gazette. 

2. In the Housing Board Haryana (Allotment, Management and Sale of Tenements) Regulations, 1972, for 
regulation 7, the following regulation shall be substituted, namely:- 

“7 Drawing of lots for purpose of allotment (1) Allotment of houses shall be made by “draw of lots” or in 
such other manner, as may be determined by the Board. 

(2) Unless otherwise specified by the Board, out of total number of houses/flats floated in a scheme for 
allotment to the eligible income categories i.e. Economically Weaker Section, Lower Income Group, Middle 
Income Group and Higher Income Group, the reservation for various categories of applicants shall be as 
follows:— 


Serial 

Number 

Category 

Reservation 

Percentage 

1 . 

Haryana State Government Employees 



(i) Haryana State Government Employees and Employees of Boards/ 
Corporations/Improvement Trusts/State Cooperative Banks under Haryana 
Government who have more than five years of service at the time of 
application to retire. 

3% 


(ii) Haryana State Government Employees and Employees of Boards/ 
Corporations/Improvement Trusts/State Cooperative Banks under Haryana 
Government who have less than five years of service at the time of 
application to retire. 

2% 

2. 

Retired Haryana Government Employees 

2% 

3. 

Housing Board, Haryana and Haryana Urban Development Authority Employees 

1% 

4. 

Scheduled Castes 

18.5% 

5. 

Handicapped and Blind Persons 

3% 

6. 

(i) War Widows, disabled soldiers, freedom fighters (including their children 
and grand children), defence personnel/ex-servicemen personnel (residents 
of Haryana). 

8% 


(ii) Paramilitary forces like Central Reserve Police Force, Border Security 
Force, Indo Tibetan Border Police, Railway Protection Force, Central 
Reserve Force (residents of Haryana and legal heirs/dependent of the police 
personnel of Haryana killed in action) 

2% 

7. 

Backward Classes 

5% 

8. 

Widows (excluding war widows) 

2% 

9. 

Media Persons (Accredited) 

1.5% 

10. 

Older Persons/Senior Citizens 

2% 


Total 

50% 


The benefit of reservation to all above mentioned categories shall only be admissible to the residents /domicile 
of Haryana. 
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33% reservation in each of the above reserved categories except widows and also in the general category shall 
be provided to women applicants as first / solo applicants. In case sufficient women applicants are not forthcoming in 
any of the categories, balance of the houses shall be allotted to other applicants in the same category: 

Provided that if sufficient applicants are not forthcoming from any of the reserved categories mentioned above, 
the balance of the reserved houses shall be allotted to the applicants in the general category. The allotment of 
remaining houses after the allotment to the applicants belonging to the ten reserved categories referred to above shall 
be made to the applicants of the general category. 

Note: 

1. The above reservation shall be available only for residential property under Economically Weaker 
Section, Lower Income Group, Middle Income Group and Higher Income Group categories to be 
allotted under the Higher Purchase Schemes and shall not be made applicable to other category of 
allottees, whether residential or commercial. No reservation shall be applicable in case of sale of 
property by auction. 

2. The spill over unsuccessful applicants in any of the reserved categories shall be considered 
again in the general pool. 

3. Where no house is available for women applicant)s) in any of the reserved categories, registered 
women applicant)s) under that reserved categories shall be considered along with general applicants 
of the reserved category. 

4. The employees of autonomous bodies like university, employees of District Rural Development 
Agency and employees of the Cooperative Federation except Haryana State Cooperative Banks are 
not eligible for reservation under category 1. 


LALIT SIWACH, 
Secretary, Housing Board, Haryana, 
Panchkula. 


sRa1|U|| ETEFFE 

EFkF ffalSF ffaFTF 

C\ 

3TRtEJ(FHT 

ffafTFT 12 3TFEH, 2015. 

WIT 7/5-2014 faot?ETO (2).- faR 3]R|cil4 ^TTef ffaTSF FT STREFFE fafaREFT, 2009 (2009 FT fafaF 

fafaREFT 35), fa FTET 38 fa TFFTTET (2) fa TEST Fffad ETFHTET (l) FTET RETT 111 fad 41 FT FfaF FTEfa §F, dRdl u ll fa 
ERFFTeT, s)ETfa FTET, dRdUII affR 3iP|c|l4 FTFT RlSF FT STReETE REFT, 2011, fa 3TTfa ETfaRET FTEfa fa 

fcfa PinfaiRfid Reft fetR t, srsrW 

1. (l) fa Reft fRfeft Rhfi/ft fak stRepR ftr Rtsf ft fRefte (eRtRet) Reft, 2015 Ffa eft etfeT t 1 

(2) fa Reft etefff fa ?Ffa fffftf fa Rrffa fa cffj; farfa 1 

2. fRfFTT Rf-?JcFE faR 3]Rc|l4 FTcF ffaSTT FT 3TREETE REFT, 2011 fa, REFT 7 fa, EJfReFT (6) fa FTF, 

RnfaiRfid eftReft efpft effftt, ststRt 

"(7).- I?ET Reft fa EFtReFT (l) fa (6) fa fa Ft ffafar FTcT fa FfrEfTcF fafa ftr fa stRtReft fa) FTET 12 fat 
EFTFTET (l) fa EF^ (fa fa 3lfaF FFTEFR Ffa fa EFFRfaT dFT faRlcT TJF fa Ffaf fa ETfa FTRfR faFcF 
ERTT-1 fa ffaF FTTfafa, fafa fafa Ffa fatfa fat STgFeEFdT fa FFE°T fafaREFT fa FTET ( 2 ) fa EsFFT (fa 
fa EFTEF^ (i) cfSTT (ii) fa ffaffas ffaTTeETf fa dllfaleil fafa fa STEFTsf EFcT t, fa EFdfa FTdT-RldT 3TSTFT 
stRfteee t3Ffa ffaF stteRet FfaRr fRiftet Efafa fa Reff stRtReft far ETTET ( 2 ) fa EFRT (fa fa 
EFTEF^ (iii) dFT (iv) fa Rrffas ffajTeETf fa FTRfR 3TFTFF FEE ETFfa tl ?F Efafa fa FlIfacHI 
ffafaFTFT, fatfeEE RrSTT ffaFTF FTET EFET-EFET FE ?ET FFfaFT fa feE? EfRT ffaFETcfa fa STJETR ffaFT 
FTTFFT I STRtReFT fa FTET 12 faT EFFTTET ( 2 ) fa EFTFfaf fa 3T#F fafa Ffat fa feTF HTET ( 2 ) fa EF 1 ^ 
(s) fa EFTEF^ (iii) dFT (iv) fa Rrffas (fa^lleifa FTET WTcT EfR fa FREjRi farfeEE RTSTT RfTF, 
dRdFII FTET fa FTTFfa" I 


fao Efao )JETT, 


FHTF ETRiF, fRfFFT ETEFFE, 
EFTeT ffarSTT ffaFTF I 
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HARYANA GOVERNMENT 
SCHOOL EDUCATION DEPARTMENT 
Notification 
The 12th August, 2015 

No.7/5-2014 PS(2).- In exercise of the powers conferred by Sub-section (1) read with Sub-section (2) of 
Section 38 of the Right of Children to Free and Compulsory Education Act, 2009 (Central Act 35 of 2009), the 
Governor of Haryana makes the following rules further to amend the Haryana Right of Children to Free and 
Compulsory Education Rules, 2011, namely:— 

1. (1) These rules may be called the Haryana Right of Children to Free and Compulsory Education 
(amendment) Rules, 2015. 

(2) They shall come into force with effect from the date of their publication in the Official Gazette. 

2. In the Haryana Right of Children to Free and Compulsory Education Rules, 2011, after sub-rule (6) of rule 7, 
the following rule shall be added, namely:- 

“(7) Notwithstanding anything contrary contained in sub-rules (1) to (6) of this rule, all admissions of the 
children belonging to weaker section and disadvantaged groups under clause (c) of Sub-section (1) of 
Section 12 of the Act shall be made only in Class-I, if such children are unable to get admission in the 
schools referred to in sub-clauses (i) and (ii) of clause (n) of Section 2 of the Act due to non-availability 
of seats, then their parents or guardians may apply to get admission in the schools referred to in sub- 
clauses (iii) and (iv) of clause (n) of Section 2 of the Act against the twenty-five per cent seats reserved 
for them. Admission to these seats shall be made as per instructions issued by Director, Elementary 
Education Department from time to time for this purpose. The reimbursement of the expenditure 
incurred by the schools referred to in sub-clause (iii) and (iv) of clause (n) of Section 2 of the Act shall 
be made by the Department of Elementary Education, Haryana for such children under provisions of 
Sub-section (2) of Section 12 of the Act.” 


T. C. GUPTA, 

Principal Secretary to Government Haryana, 
School Education Department, Chandigarh. 


53592—C.S.—H.G.P., Chd. 




